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Motive 

Fireplaces of today are nearly all of special size and design 
due to tlie advancement of tlie arti.stic sense of the Home 
Buildeis. 

The use of irreg:ular instead of regular dimensions gives 
greater latitude in individual design and permits the induction 
of personality to the fireplace. These circumstances create a 
need for specially made I'Mreplace PHirnishings, such as Fendei-s, 
Hoods, Grates, Screens and Spark Guards which will preserve 
the artistic appearance and at the same time retain theii' 
utility. It is this need which we design to fill as specialists in 
Fireplace Eciuipmer.t, AVe are prepared to make anything spe- 
cial and shall be glad tn have you write your needs "and desires 
to us for assistance. 



Quality 



Wc do not aim to compete with goods manufactured on a 
price basis or with goods made for appearance only. 

"Goods made light first, price made right second," is the 
working- basis of all of our productions. 

We guarantee all of our goods to bo as represented and 
stand back of our product with an aim to not only satisfy but 
please our Customers. The many expressions of satisfaction 
and delight which have come to us voluntarily from our custo- 
mers is llie best assurance of our service and riuality. 



. ^i-- -ii^ 




Finishes on Brass Goods 

Articles of solid brass or coi>per can be finished in any style 
of plated finishes and offer a wider range than do articles of 
iron. 

Brass ma.v be had In its natural color in either Brushed, 
Polished, t)ld r)i- Antique finish. 

Brushed brass is a satin finish, natural shade of brass. 

Polished is a higiily burnished surface. 

Old or Anticiue is dull in finish, vaiied in shade from brush 
brass to oxidized brass and background and internal corners 
dark. 

Copper goods can be fui-nished in shades, such as Antique, 
Briglit or Burnished, Japanese Bronze or Verde Antique. 

We also furnish brass goods in Silver-Oxidized, Colonial 
Sliver, or Anticiue Gold finish. The last three finishes are used 
largely on very high grade of brass goods. 

Prices on these finishes will be quoted on request. 

When special finishes are desired, it is advisable to send us 
a, sample, or if yuu wish to match Corbin or Yale and Towne 
finish specify the number. 



Finishes on Iron Goods 

'We supply a wide range of finishes to meet the most exact- 
ing taste. 

Our blaclv, the standard finish for plain goods, is a dull 
lusterless black finish. 

Swedish finish or Flemish finish, higii liglits polished steel, 
background black and is best prodviced on hammered surfaces. 

Old Copper, a finish often called statuary bronze, is a heavy 
triple plate tn .i?olden brown copper. 

Japanese Bronze is the same as Old Copper in its make-up, 
but the color verges on the point of black with faint bronze 
effects. 

Old Brass, a very desirable finish of a Golden efCect or very 
light bronze shaded, with high lights polished, background and 
internal corners dark. 

^Ve can also furnish any special flniali desired but do not 
recommend all finishes otlier than those above described due to 
the fact that iron does not always make a satisfactory body in 
some flnislies. 

The assortment of finishes permits of almost any scheme of 
decorative effects. We will gladly give you our suggestions if 
you will write us as to your inoblem. 



Anproximatc Nliipi>iii|>: weight.s giieii in (liis eiitiildiu; oover arli«'U»» crated .scpiiratel.v, 
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Andirons 



(Soo ilc'.s4>ri|>litiii ill' fiiiislu-s on fronl imso.) 







„. |;tA — i:ji/. iiu-lii's hJKli. nciKl"*! -7 llis. 

.SiumiUi fmish <jul.\'. 

IjiislfVleK.s rsiack FinLsh. 

Oiil T'.iTi.ss or Japanese Uronze Finish. 



X„. 51 — i:{'/u iiH-lifS liiKli- VVfiftlU. "JT llts. 

Sniimlh fiiii.-^h only, 

I.iistoiles.H r.lack Fini.sh. 

old J;ias.s or Japniicsf IJrnnzi- l-'inisli. 




Iiii •• 



^^o. 4r» — la'/i! iMClies Iiisli. AVeislit, lir, lbs. 

I/UsLcrlcss I>laek Finish. (_! ro.\-. Flcnii.sh Finisli. 

Old Drass or Japani-se Uronxu Fini.sh. 




iVo. 4;t — laMr int'lii's Iiigli. Weislil, '^7 lbs. 

Lu.sterless Black Fini.'^h. C.vcy l'"lfmi.sh Fini.sii. 
Old .Bras.s or Japanese IWonzi- li'ini.sh. 




X«. -i{> — 14 iiic'lu'.s lii^li. AA'eiglit, ;iri \hs. 

T.ii.sterles.s Black Finish. Grey Flemish Finish. 
Old Brass or Japanese Bronze Finish. 

,JJI JOilAl 
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\-„. -M — i4'/j iiiolios liiAli. A\cMsli(, liT, lU.s. 

liii.'^terles.s Black Fini.'ih. (.!iey Flemi.sh Flni.'^h. 

Old Brass ui- Japanese Bronxe Finish, 



tOLONlAL FIREPLACE COMPANY 



CHICAGO 



Andirons 

AlMH'oviii:a<(' ^vi-Ir!!(s Rivni okvoi- j)rficl--x <T:;«'.'a .s;>i)ni;!<cJ.v. 




No. 53-^17]/a iiiclies liigli. AVeiglit, IV.V iHs. 

Combination Flemish and Pmooth Black Fini>;|i. 
Old Hinss nr Jn pniiofto flirxi^.o Finish. 





iVd. 7 — 14 Vi: iiM'iK'N liiKli- \\'t'if;'h(, ."•- \hs, 

IjU.sterlcs.s J'.lack J'Mnish. (_;ri.'.\- l''l(.ni isli I'Mnish. 
Old Lira.ss or Japanuse l^l■lJtv/.^} Finish. 




No. 'R — i:H/3 Indies liigli. AVoisl't, 45 Hi.s. 

Smootli Finish Only. 

liUstei less Jllnck Fini.'sh. 

Old Frrss or J.-ipantsc i;riinz(' [■'iui.'^h.. 




No, J (ill — JN iiii-lu'S liiR-ti. WciKlit, :iS lbs. 

Smooth Finish Only. 
Luster! cs.s r>lack Finish. Rras.s Ht-ad. 
Old Brass or Japanese Bronze Finisli. 




Ao. :>o_JG'/:. iiiflie.s ]ii|^li. A\ t-ialit, Mo Ib.s. 

Lusterless Black Finish. 
Old Brass or Japanese Bronze Finish. 




]Vo. 50 — 10 ir.cllc^s high. AVt'iglil, 4;! Il)s. 

Lusterless Blaclc Finish. Grey Flemish Finish. 
Old Ijrab-s or Japanese Bronze Finish. 
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COLONIAL FIREPLACE COMPANY, CHICAGO 

Andirons 

AO, I IC arKi Sit. I lit, iiio .sln>>vii in l.ii.s»i>rl»'-ss Itlat-k I'iiiisli. 
No.s. i::, 12lt, 11, aiul 14UC, 111 Grey Flemish Kliiisli, Old Itriiss or Jauuiie.se llronzc. 




No. 12 — 81/s inches liigli. '\\'eight, 45 lbs. 

LiisterlGss Black Finish. Grey Flemi.sh Finish. 
Old Brass or Japanese Bronze P'inish. 





No. 12B — 14 iiivhcs lilgrh. AVeight, 53 lbs. 

Lusterless Black Finish. Grey Flemish Finish. 
OKI Brass or Japanese Jji'oniie Finisli, 





No. 14 — 17 iiifhes iilgh. AVoisht, 54 lbs. 

I^usterless Black Finish. Grey Flemish Finish. 
Old Brass or Japanese Bronze Finiah, 



No. 14C — 17 lnche.s high. AVoiglit, ."G Ib.s. 

Busterless Black Finish. Grey Flemish Fini.sh. 
Old Brass or Japanese Bronze Finish. 




No. 14UC — '2:\ ine]ie.s high. AVei«lil, 70 Ib.s. 

Lusterless Black Finish. Gi-ey Flemi.sh FiiiLsh. 
Old Bias.H ur Japanese Bronze Fini.sh. 




Tio. 14H — 23 inches high. >Veight, GS lbs. 

Lusterless Black Finisli. Grey Flemish Fini.sh. 
Old Brass or Japanese Bronze Finish. 



Chain for No. 1 IG and 1 IIU' can he furnished at .slight extra cost. 
These AniUron.s can be suiiplied in aeimine ea.st bra.ss also. 



Piii/c i'our 



IL 



COLONIAL FIREPLACE COMPANY. CHICAG O 

Andirons 

(Svr (lrN<-i-iptioii of lini.slie.s on front page.) 




Ko. — I'^y^ iitc]ie.s liii^h. 5-iii(.-Ii ball. AVelglit, .~S Ihs. 

Heavy Circular Slianks. 

Liistorlcss Black Finish. Gie,\- Flemish Finish, 

Old Brass or Japanese Bronze Finish. 




N«. 211 — J6 iiiclics lii^h. 7-iiieh ball. WfiKlit, fi-l lb.* 

Hoav>' Circnlai- Shank.s. 

Lu.stoile.s.s Black Fini.'^h. 

Old F.ra.s.s or Japanese Bionze Fini.sh. 






^■jK i;{ — (S in«-lie.s IiIbH. Stei-[ Column. AVt'l^lit, 40 lb.* 

hii.sterle.s.s Black Fini.sli. 
Old Brass or Japanese Bronze Fini.-^h. 



iVn. 00 — 10 iiioliCN lii^li. .sjoi-l C'olnnin. W CikIiI, -S Ib.s 

laisterloss Black Finish. 
Old Bia.'is or Japanese Bicmzi' I'^inish. 




yo. 2U — ii;S'/i iiiolie.s Iiigrli. Steol Cnliinin. WeisI"*. 7."j Ibis. 

L.iisterles.s Black Finish. 

Old Brass or Japanese Bronze Finish. 




IVri. S — '24 iiiuluvs liiftb. A\ el«lit, Tili lbs. 

Biisterless Black Finish. 
Old Bra-ss or Japanese Bronze Finish. 



Fiiyc I'ive 



COLONIAL FIREPLACE COMPANY, CHICAGO 

All Brass Andirons 



(See ilcNcriiUiDii of liiii.slics uii fruiil |liiK'c<l 




'So. 27'1 — 10 Inches litgrli. AVciglil, ;J0 Ibx. 

Polished Brass Finish, 

Brusli Brass Finisii. 

Old Brass Finish. 

Japanese Bronze Finish, 






No. 20 — inVa liiclicH lilerh. weight, 20 lbs. 

Polished Brass Finish. 
Brush Brass Finish. _ , 

Old Brass Fini.sh. 
Japanese Bronze Finish. 




i^ 







A 41, G«<S— 111 iiicjurs hish,. \yc.isht, 

' " l^nli.shcd Brass Finish. 

■ Brusli Brass Finish. 
.." ■ Old Brass Finish. 

.lapanosc Bronze I'^inish. 



]Vo. -liJSUTT-JO'/i int'lu's hiKl". WoMihJ, :!S lbs. 

Pi.li.-^hod Brass Finish. 

lirush Brass Finish. 

Okl Brass Finish. 

Japanese lironze I'Mni.'^h. 




So. -•;!:', — 10 iiiehf.s liiKh. A\ eiKh<, :".r> Ihjs. 

. ■ — Polished Brass Fini.slu ■ . 
Brush Bi-ass Finish., 
Old Brass Finish. 
Japanese Bronze Finish. 




i:U — 1» iiu'lif.s liish. «eiBh«, 

Polished Brass Finish. ■ 
Bi'ush Brass Finish. 
Okl Brass Finish. 
■ Japanese Bronze Finish. 
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Portable Basket Grates 



Basket Grate-s are for use in open fireplaces and any kind of fuel may be burned in them. They are made with dumping- bottom 
to easil}^ clean out aslies. Tliey have ca.stor.s on back leg's, and can be rolled in and out of fireplaces easily. It is not nec<-.s.sary that a 
flasket Grate .«hinilcl fill the entire width of (ireplace, as it may be from 3" to t2" smaller, leav'inti a space of fii;" lo li" al caf-h i-nd. 
Grates sliouhl inxcr he pushed back against the brick work, as an air space is necessary at back tn jMcserve the Grate. 

These Gi-iiU-s are made of lieavj' easliiiss i" •*' "Ide \ariety of si7:cs. 





Nn. .10 



No. .11 









No. :i 


a 


.\1hivo Grale.s made 


ill 


fol l(»>viii;; 


S'lf.i 


s: 




No. :i 


5 




Front 

18" 

21" 


riaek 
12" 




Depfh 
10 1:." 


Weight 

fin lljs. 

70 lbs 




Krciit 

27" 

30" 






r.ack 

. .2.3". .. 

2(j" 




Depth 

lf|i^. " 


Weigh 
Sr> lbs 


17" 

2(1". . . . 




10 V'"- . ■ 


10 1/," 


!(7 lbs 


24" 


. .105^" 


71! ll>s. 


:u\". . . . 






. . .'A'l". .. 




. .12" 


111!) ll>s 





No. i.4'.\ 

All Widtlus 12 inches deep. 
Front Size ■ ' Back Size Weigiit 

21" .• 151/2" • • . 70 lbs. 

24" .-.■..• 211" 7t! lbs. 

27" 22" 85 lbs. 

30" ' 2(;" 97 lbs. 

3C" ■..■.■.....;!!" 109 lbs. 



No. 24 

All Widths 12 iiK-lies deep. 
Front Size Hack Size Weight 

21" li;i^." 70 lb.*!. 

24" ' '' 21"' •• 7l> lbs. 

97" •>.••" 8r. lbs. 

air'! '.'.'.'.'.'.'.'.'.'.'.'.[',]'.'.':'.'■ -27" 1>7 lbs. 
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Grates 



A|»])roxiiiinf c «eis-Iit.s gnoii cover iirfielos oriUt'il sepsirntely. 




Ao. ;t» — (JijiU-. 

Contains a Shaking Dottom. This is a new feature in Baslcet 
Grates, made up to meet I'etiiiests from customers for a Shaker 
Grate. It will he found vory convenient to shake the grratc 
just as yoii would a stove. The Shaking- Handle is shown in 
the Grate, but may be removed as desired. Cover, Ash Screen 
or Draft slide may be had for this Grate if desired. Andirons 
cannot be used, however, when an Ash Screen is used. Tliis 
Grate has castors on back legs and is a very substantial Grate. 
Doptli from front to bacli is 11 inches. 




A very desirable oval front Grate. While not .=;hown in the 
liicture, the front round.s outward about 2 inclies in tlic center. 
Depth from front to back, 12 inches. 

Front Dack Weight 

24" 17" 80 lbs. 

30" 25" 100 lbs. 



Front 
24". 
30" . 



IV o. '.W — Grale. 

Back AVeight 

20" 83 lbs. 

. . . .'2V," 1115 lbs. 




IIIIIUWWW 



'i^ri lyi'i'r/'i 



I !1 



•"L 




' ■■ 



Xn. MO 




nin^'faiu. 



IVo. 44 — Same Griite, without eiul.s. 

Grate."? No. 11, No. -!10 and No. 45 are made 
espcciallj' heav.v to withstand hard u.sage, for 
those who enjoy their fireplace and use it fi-e- 
uuently. The.se Grates have castors on back 
legs. They are made 16 inches in depth, from 
front to back, and have square ends. 

No. 14 is especially designed for burning 
wood; has open ends and does not contain a 
dumping- bottom. Ends of this grate being open 
]jermit the burning of longer pieces of Avood. 

No. !1() — movable end." made to fit into anj- of 
the spaces forming a Coal Giate at any size 
within the length of gi'ate, a combination that 
will be found useful and substantial. 

No. 45 has a dumping bottom and if fireplace 
opening will admit the Grate may e.xtend clear 
across. It is not necessary that it sliould do so 
liowever. The fireplace opening for these grates 
must not be less than IG inches deep from front 
to back; length of grate wanted .should be de- 
termined by tlie length of the back lining and 
depth of fireplace opening. 

See diagram, when ordeiing No. 41, No. 440 
and No. 45 th-ates. whicli shows a fireplace open- 
ing tliat will admit the use of eitlier of two 
sizes. 




GG lbs 57 lbs. 

72 lbs i;.3 lbs. 

7f) lbs 70 lbs, 

8G lbs 77 lbs. 

D9 lbs 90 lb.s. 
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Club House Grates 



Ckib Hoiisr (IiiitcK are made without sides or back, depending' on the firebrick liiiiiig- walls; coals are banked up a?Aaiii.st the 
flrebiick back. These are the best type of grates made for all kinds of fuel and hard service. If your fireplace i.s not buill you can 
have the opening- made to size of any one of these Grates. Do not forget to allow an air space of about ?4 " at back and ends of 
Grate. Thc.\' lua.v set out fliush with front, or back 2 or 3 inches. It is better set back. 




^(», lid — JtemiUii 



All Sizes 12" from front to back. 



Fiont 
21", 
21". 



311" 



Back Weight 

,111V' 46 lbs. 

.ir.ii" 54 lbs. 

,191^" (;3 lbs. 

,21" 72 lbs. 








No. 


14 


mid No. 


15. 




Itegiilar 


Stock 


Size Club 


House Grates 


Front 


Back 




Depth 




M'' eight 


21". . . 


. .10". 




. . .12". . 
. . .12". . 




. 4 4 lbs. 


24" 


. .19". 


. 5 3 lbs. 


27" 


. . .12". . 




. 59 lbs. 


oO" 


. .24". 


Iti". . 




. 94 11)S. 


■i.'i". . . 


. . .l(i". . 




. ir»2 lbs. 


lid". . . 


. .:lii". 




. , .1(1". . 




.110 lbs. 



No. ir> — Ite^'uhir. 



t=k 



IIIMMHIIII 




.\'o. 1-1 — ICoK'nlar. 



Sliceiiill.i >liid(' <'lul> 

Nii.>i. J-l .^iicciiil mid I4lt .^iicciiil 



lliinse (ii'iiles 1o 
i'<'|»lu<'e. 

Til is 

grate is extia In-avy for larg<- fireplace 
openings. It Is made to cover the en- 
tire back hi-arth surface and is u.sed for 
burning coal or wood. It has a dump- 
ing- bottom and castors on rear legs taut 
no ash screen, so that andirons may be 
used. Ash screens ah shown with reg-- 
ular club house grate can be furnislied 
e.xtia. Grate maj' be had any width and 
any depth. In measuiing- f<u-tliisgrate tiie 
.sizes should be taken from the width 
at the back, the width at the front and 
the depth from the face of the fireplace 
to the back. (Ree diagram.) It is best 
to allfiw for an air space of V2" to %" 
on all sides. IP THE EXACT SIZES 
OF THE BRICK WORK ARK SENT TO 
i:S AVE SHALL ALLOW FOR AN AIR 
SPACE BUT UNLESS SIZES RE- 
CEIVED ARE SPECIFIED AS EXACT 
BRICK SIZES, WE SHALL MAKE 
THE GRATE UP TO THE SIZES 
GIVEN. 




This diagram sliows iiow 
to measure fireplace wlieii 
ordering Club House or 
wood burning grates. 



Average time required for 

making special giato.s, 

ten days. 




IVo. IS — llca^y "Wood Uiiriiins Grates. 



This is a very heavy Grate, Made for burning wood logs. A platform on legs about 
5V2" high with front standards cast to platform to keep logs from rolling oh. Ihis Grate 
is made any size desired. Price depends on size of Grate. 



Send size wanted for quotations. 
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Basket Grates 

Grates Nu.s. 31, :jt; and :J7 aif clrsiialdc luiltrins Cor Grates open 
(111 ail sidfs. Thfv arc sLraitilit liont typi-.'^. \hv back is about 4 
inches narrower in widtli llian tli<> front, as most fire openmg-.s aie 
built with sides sloping- inward, dates have dumping bottoms and 
castors on back h-ys. 

All sizes are lu^'." deep from front to buck, except St>", which 
is i:i". 

l.'ront liack Weit^ht 

.,1" 17" 70 !b.s. 

:;," ■>(!" 7(5 lbs. 

Grate. m m 3^„; ;;:;:::;::::;:::;:;:;;: :;;;<"; ; ;i7 ibs. 

311" 32" 109 !'>«• 




IVo. ;>- — (irnie. 

All cNci'Ptionally jdcasinK' design in an opi-ri basket — 
iinusuallv strong-, made of heavy eastings- <"an be fur- 
nished with sciuare knobs and separators instead of round 
balls if desired. Will be sent a.s ilustiated with balls un- 
less otherv.'ise ordered. Grato has dumping- bottom and 
castors on back h;-;.'^. 

All sizes are li; iiu-he.^ from front to liack. 
FroTit Hack AVeii^ht Front I'.aek ^Veig■ht 

1!1".. . IC" 7l» Ib.s. :;i)" 25" !I3 lbs. 

2 1" Ill" 77 Ib.s. aii" ;n" 107 Ibs. 

27" 22" Stl lbs. 



Iron, Brass or Copper Wood Holders 





An. » 

Stock size 20 Indies long, lo inches high, IG 
iuclies wide. 



V 




No. 10 

Stock sizes 22 inches long', 12 inches high, 
IS inches wide. 




UrsiNs and lion Wood lloUlois — For Hohiiniii, l.ofis lor (lie Fircolace. 

I (• ill,.-.,- T«iar.i- Ti-r,n ■p.rn<4s; I'oimer or Plated finishes on Irou. Smooth or Hamineied linish, or Brass Franies 
These are made ot .eUhei. Black Ji on, 5|a^S_ yopjK^i^ oi Flatoci^nn^sne.^ ^^^^^ ^^^^^ ^^^ ^^^^^^^ ^^ ^^.^j^.^. ^^^^^ ^.^^ de.sired, on 



find IJIaek" Iron bodv or all Black with Bra.ss Button.-^. They are made very subsl 
which wc shall have to quote special as prices g-iven apply to size specihed only. 
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C OLQNIAL FIREPLACE COMPANY, CHICAGO 

Firesets 

A|i|>r<txiiii:iti- wfiKlils given i-«»Vfr iirlicU-s civili-cl .st'piiiaU'l.v. 




.\o. ^H — (Sliovvn) 'Mi" lli!;h. 
Xo. 16A — Roiiiul Itrnsli, 
jVo. IGIt — Fljit Itnisli. 

^Veigiit, 25 lbs. 




AO. JSA — ISoiiiiil Itrii.sli. 
.\<i. J.SIt — (Sliovvn) •2(i" lli«li. 
jVci. JS — ■\VitIiout Itrn.sh. 

^Veigiit, 27 ibs. 





N«>. ;SOA — lift" lli;;li. 
Welg-ht, 27 lbs. 



Xo. :m> — •2v," iiiKii. 

AVeiglit, 25 JbH. 




Ao. 1211 

(Shown) :i2" Higrli. 

Ko. 12 

A^'idioiH Itrii^ili. 

^\'l!i^llt, 32 lbs. 



KIN 1 SI I IIS 

IVi>N. 12, ITi, Ki :iiiii ISO 

l<liN(crl('Ns Itliii-ki 

Old ItriiSN 111- .laitiiiU'.se 

Jlnxi/i-. 



i\os. 10, 11. IS, IK, :t« 

iin<l :!1 

J.iisU'rless Itliiok, 

tirey Fleiiiisli. 

Old ItrsiKs or .Jjipjiiit'si- 

llruuzc. 




No. ir.R 

(Slio^viil ;>■-" High. 

Xo. 15 

^\i(h«lllt Itrlish. 

"VVuigbt, 32 lbs. 



Xo. 1» 

(SiKMvnl :V2" Hisli. 

A\ roiiglit Iron Base. 

X<». 1»B — With Flat Brush. 

Woigbl, 30 lbs. 



Xo. 14 
(Shovvn) 2.S" High. 

Xo. IIU 
A\ ilh Flat Brush. 

Weisht, 28 lb.s. 
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FIREPLACE COMPANY, 

Firesets 



(Seo description o( liiiislii-s tin fr<»iif iiaj^e.) 



CHICAGO 







IjiiNtorlcNS Itiiii'k Only. 

]Vo. ;is — 26" Hig^h. xo. :«) — :;g" hikIi. 

A\'eig-ht, 25 lbs. Wcigiit. 25 lbs. 



No. 10 — 31" High. 

Weight. 32 lbs. 



IN,,. ;{4 — -.12" liiKli. 

Weight, 27 Ib.s. 



Weight, 27 lbs. 







W'oight, 32 lbs. 



AV^cight, 32 lbs. 



Nil. 25 — :VJ," HiR-li. 

Wciglit, 32 Ib.'j. 



<i«-iiiiine C<iU»ni:i1 FircstM.s. 
XolliinjL;' I-^iiuT .^Inilc fur 
I'tilitj- mill Aiipi'SirniH'c. 

Handle.s on lliese Fiipsfts aii' 
Solid Ca.«t Bra.s.';, I'nli.'ilied oi' 
lavush Brass finish. Balance of 
set is Bolished Steel, or ma.v be 
in Japanese Bronze finish. Boat 
Hook Polcer fuinislied if piefer- 
rcd. Best ((uality B.ristle Brush 
with handle to match s<>t, extra. 
No. 27 — 25" JliKh, 
Weight, 20 lbs. 
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Mayflower Franklin 




The Maylluwor 



Being- much larg-er in size tlian the Colonial it is 
necessary to use an S" smoke pipe, which may inter- 
fere with placing- the stove any distance away from 
chimney. Sizes are as follows: 

"W'idtii of Fiame ^-y/ 

Fire-Chamber at Front 2:^ i '. " 

Leng-tli of Health gg"" 

Extreme Depth of Hearth 2S" 

Height witliout Balls [ !28%" 

Height on top of Smolce-Collar 27l^" 

Pipe diameter required g"" 

Smoke Collar (ova.l) 1214x434 

Black, with Bras.s Balls and Rosettes. 
"Weight, 250 lbs. 



Franklin Stoves 

Those who arc admirers of tlie 
furniture and decoi'ation.s of earl.v 
Colonial da.vs ivill find the Franli- 
lin Stoves particularly appropriate 
for tlieir fireplaces. 

Those who want the clieer and 
beaut.v of the open grate in a room 
wliere there is no fireplace will 
have their wants filled, for these 
Franklins can Ije connected bj' a 
stove]3ipe with an.v cliimne.\'. 

The Franklins gives muctt mnii- 
heat than do the ordinary grates, 
and especiall.v when they stand 
out in tlie room. 

V\'he.n standing on a wood floor, 
it is not absolutely necessary to 
have a protection beneatli " the 
l>'ranklin, altliough such a cover- 
ing is desirable. A very satisfac- 
tory arrangement is to la,\' tiling 
on the floor, and in this way in- 
i-rease tiie resemblance tt) a real 
fireplace. 

Bellows 

Everj' fireside should liave 
its bellows, if for no reason 
except decoration. 

A real old pair of bellows is 
a much prized heiiloom to 
anyone fortunate to ]3ossoss 
tlieni. 



Colonial Franklin 




t^ 





The Colonial Franklin is a small «^ize 
f'lanklm Stove that can be put in al- 
most any desired place, the same as a 
sto\-e. 

II, i.s not necessary to have anything 
De.'-ide some 6" stovepipe to connect it 
with the cliimney. 

The fire chamber is Ki" acro.qs the 
tront 1(1 across the Ijack, and 8" deep. 
.Ihy ^9y'^\ 'I'^lf.'^t is 20". The hearth is 
-lj wide by 23 deep. 

The coal grate hangs on lugs and 
may be removed when desired. 
Weigiit, 1411 lbs. 

"Everybody loves a log Fire." 
Start it quickly with 



The Cape Cod 
Fire Lighter 



Origin 
.Sly 



^iSfi ^"iEjEj^S i 



No. 107 

Plain "White AVood, 
natural flnisli. 







I,T— 

i 



r 



i\o, ;; — Ju'iieiii, :jr". Weight, :i5 iita. 

Wood Carrier.s of Reed and Split AVood arc 
very light weight, attractive and convenient. 

This style of Carrier is in very good taste 
and used a great deal. 

The construction is very strong and rigid. 

They can be furni.shed in several finishes 
such as Alahogany, Walnut or Frosted Brown, 
whicli gives an oppoitunlty to .secure cffect.s 
very pleasing even to the most critical taste. 




jV». :i02 — EiigrlLsh Type Coal Hod. 

10 inches high to top of handle. 



Mission Style 
<i>inple(e ivitli tray. 

\\*i-ought Iron. 
Hammered Brass, 
Hammered Copper. 

(trieiijjil SlyW. — The tankard is round and 
made ot heavy polished brass, with hinged lid. 

Mi.s.sion .styles are hand wrought throughout 
Ihey are handsomely finished and are made in 
AVrought Iron, Hammered Brasf^. and Ham- 
mered Copper. The base forms a tray with feet. 

K.vtra Torohe.s are convenient and mav be 
procured. One of them placed in the tankard 
after removal of the torch which is in active 
use, will be ready in a few minules to use in 
anotlier fireplace, or to rekindle after fire has 
burned low. 

No appreliension need be felt as to the safety 
of the Cape Cod Fire Bighters. The torch 
Ignites slowly and the tankard is tightly cov- 
ered. 

To .Start a Fire — Tjight the torch with a match 
and place under the logs; or, hold a piece of 
paper under torch as it is removed from the 
tankard, pu.sh both paper and torch under the 
logs and light the paper, this will ignite the 
torcli. It will burn for about fifteen minutes 
with a steady flame, which quickly envelops tlic 
logs. Before the torch has burned out the logs 
will be thoroughly kindled, no matter how care- 
lessly they ma.v have been laid. 

Do not replace torch in tankard tmtil it has 
cooled, 
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Folding Screens 




.shipping \vei«IU 

of 4 r<>i<t :to" 

seiei'ii is -■' lli.s. 

All st'i't'i'iix 

fxt't'iit jVos. 40, 

47, ."iS limy hv 

]i:ii1 in :C to 6 

titUls, 




jVo. 40. 



IVo. 22. 

A very haiulsome Screen. ^lade in Clack or Brass fine mesh 
wire, each fold 12" wide. 

Black 4 fuld, 2li"-30"-3(;" high 

Bra.=:s 'I fold, 2r)"-30"-3(i" high 



A vcrv pub.stantial, well made screen, 12 me.sh. No. 1-4 wire 
fabric, bound over 5/10 .'?teel frame. Fold.s are 12 inche.s wide^ 
Furnished in black with bra.s.s handles and knobs. 
Black Bras.'; Trimmed. Height 2(i"-30"-.?(l" ; " " "J * ' i 

Made in wider panels and special heights il de.';! ii-fl. -Send 
size.s for quotation.^;. 



JU 




H^P. 



r^ 



No. SI Screen. 

Made in all black, with brass handles; heavy wire A,"''"\ 
durabk' screen. Black wire fabric, same as No. 31, but \vitli all 
Brass Frame. 

No. :it^Black, Brass trimmed 

No. SI — AH Brass 

No. :ti It. 0. 

No. ;{I It. C. — Black panels. Brass frame, 2G"-30"-3U" high. 



2()"-3r»"-3G" high. . 
.2C"-30"-3()" high. 



No. 021> Sorceii. 

No. 02S>— Hammered — Swedish finish. Height 2t;"-30"-3t:" 

No. 0:!l» — Hammered — Jap, Bronze or 

Old Brass Finish Height 2G"-30"-3li" 

No. (Viiit Screen is made to match our Swedish Gray Andirons 
and l«'ire Sets. It is a substantial and pleasing* scroeu. Maj' be 
had in 3-4-5 or (i folds. 




No. 40-No. 47. 

No. 4G — A very attractive screen witli 
arched center panel — made in fi inch 
plain steel frame as illustialed. Brass 
trimmed, two sizes. 

X„. 47 — Same shape as No. 4G, made on 
5/lG round rod with No. 24-12 mesh wire 
bound over rod, Brass trimmed, two 
sizes, 

Heighth Center Fold— 30"-3G" 

Heightb End Fold — 24"-3(l" 

Width Center Fold — 2G"-26" 

Width Bnd Fold — 13"-13" 





No. 32. 

Made in black, brass handles and Knobs. 
Also in black and brass combination and in 
all brass, folds 12". 

Black Brass trimmed, 30 in. high 

Brass frame, black panels, 30 in. high 

All Brass, 30 in. high 



No. 58. 



A \-erv artistic Screen — Cast Brass 
frame and knobs, heavy wire cloth 
close mesh. Jlade in all Brass, also 
combination cast brass frame and 
black wire. 



Height 30 inches. 

Width center fold 2G inches. 
AVidth End Fold 13 inches. 
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Floor Fenders 




Ao. (;s :iiHl Su, 70- 



''('imIc 



IV CK ti8 




All' madr in hnii ni- all Urass cjf 
lieav^' Tiihc Itails and I'o.st.s, Channul 
lia.sf, L'a.st CoriKTs and Caps, Sizes 
li>ngoi- than ;{(!" Iiavo twd ceiitiM- iiost.s 
bet\veen base and I'ail. We make four 
stock sizes. Special sizes will be made 
to yotir order. Sizes given are for ex- 
ti'eme outside mea.siii-ements. The re- 
turn ends are 12". Height of rail above 
lloor is 51,2". I'^ender is made in all Iron 
(Black finish), Old Brass, Japanese 
]ironze or Old Copper I'lated Finish, 
al.so Black and I!i-ass Combination 
(eonsslstins of Iron IJase, Black, with all 
Brass Rail and I'osts) and in all Brass, 
I'olished or lirush Fini.sh or Special 
finishes to your sample. Special sizes 
to order. 



Stock sizes, SU", 12". tS" and 5-1". 

Weig^ht, 31 lbs., :i 1 11..-^. . .'IT ib.<., lu lbs. 

laisterless Blaek I-'inisli. 

]_Uaek and Bias,-^ ( 'umhitialion finish. 

Old Brass Finish. 

Japanese tSronze J'Mnish. 

All Brass, Folished or lirnsli. 



Ao. 7S aiMl jV(». so — F«'i»<li-r.s. 

These Fenders are made \vith Cast 
Iron Posts and "Wrought Iron Hails, 
furnished in Black Wrought Iron finish, 
Swedish Iron finish (surface being- pol- 
ished bright, Hajnmer blows Black), 
or Old Brass, Japanese Bronze, oi- Old 
Copper Plated finish. Also furnished 
with Iron posts and solid Brass bars or 
all solid Brass. Height of top rails is 
61,3"; return ends, 12". jMay bo had with 
two rails instead of tliree if desired. 
Special sizes made to order. 



Stock sizes, 3G", -12", -IS" and 54". 
AVeight, 42 lbs., 4(1 lbs., SO Ib.s., 54 lbs. 
litisterless l^lack Finish, 
Ciro.u' Flemish Finisli. 
Japi^iicsc Bronze Finish. 
OJ^^^^iis Finish. 
Solid^i 




Xci. SO 





w^ 



No. 



:t — Ji\'iult'r. 



All ]ira.s.s. Kefiirii IOii(l.<s, Iti". 

Stock sizes. 36", 42". 48" and 54". 
Weight, :u; lbs., 40 lbs., 44 lbs., 48 lbs. 
Polished P.rass Finish. 
Brush !!rass Finish. 
Old Brass Finish. 
Japanese Bronze Finish. 



iV'u. oU 
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Raised Hearth Fenders 




]Vo. CO — Firt'pliu'C. 



jVo. S — Fonilcr. 



No. S — lliiisi-<t llciirdi KencU-r. 

The Nu 8 Fender i.s made of Cast Iron. It is G in. liigh and stands out from 
Fireplace 10 in. The back plates against the Fireplace are 7 in. Measurements 
given at Fender do not include these, viz.: A 3 ft. Fonder would be 50 in. long over 
all These Fenders make an ideal fini.sh for a Concrete or Brick raised hearth. 
Hearth should be kept below top of Fender 1 or 2 inches. Thi.s Fender should be set 
when erecting- Fireplace. Anchors are provided for building into mason work. 



36" 
■10 lb.«. 



42" 
n lbs. 



Stock Size.s 

Weights 

Overall length, 14 inches longer than aliove sizes, 
Lusterless Black Fini.sh. Japanese Bronzv Finish. 



48" 
45 lbs. 



5 4" 



GO" 
51 lbs. 



Old Brass Finish. 




No. — Fender. 



No. — Itniseil llt-JtiMi 



This Fender is used principall.v in connection with raisc-d hearllis of hrick. it 
provides ample room for Andirons and screen. The raised hearth lias many advantages 
over the usual floor hearth 




inches. 

Stock Sizes ^w" 41" 45" 

Weight IS lbs. 20 lbs. 22 lbs. 

Special sizes made to order. 

Lusterless Black Finish. Japanese Bronze Finish. 

Grey Flemish Finish. Old Brass Finish. 



A9" 
24 lbs. 



54" 
26 lbs. 



58" 
28 lbs. 




No. 400 — Firepl.TCC. 




No. 4u — N'lir.serj' Fcinler. 



Screen or Nursery Fenders 

j^„_ 45 3lii,lc of r,/16 Koiiiid IlcMl, ooverod ^\ith No. 22-S SIo.sli AVlrc lAlit- 

terlcss BUlok «i<h lUii.ss Scroll Ornament. Ueliirn.s nie 12 inches. 

Width 

Weight, 12 in. high 

Weight, 18 in. higli 

^Voight, 20 in. higii • 

No. 4a— Same style, finished at top with Vj" round polished brass tubing. 



36" 


42" 


48" 


22 lbs. 


24 lbs. 


26 lbs. 


2 4 lbs. 


26 lbs. 


28 lbs 


26 lbs. 


28 lbs. 


30 lbs 
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Spark Guards 




No. :.'00 — All IShu-k, Itiass lliiiiill 




Xo, JS — Ithick ivllli Iti-ii.s.s 'I'riiiiiiiiii^, 



A g-ood guard and servicoablo — .superior to the ordinary 
lig-ht tinned spark guard, aiade of .same stock as No. 18, but 
witli only two cro.ss bar.s. Ura.'^.s handle.s. These guard;? are 
made 7" in depth to cover Andiron-s 



A very strong:, serviceable guard, made of No, 22 wire, 8x8 
me.sh on 5/l(i" frame. Frame is made with three cross bars. 
Black guards are trimmed with brass ornaments and larg-er 
.sizes have two brass handles. 



Width 



31". 
37". 
4:r. 



HeiE^ht 
. .:U". . . 
. .31". . . 
. .31". . . 
. .31". . . 



Depth 



^Veig-ht 
. .26 lbs. 
, ,31 lbs. 
. .37 lbs. 
. .43 lbs. 



Width 



31". 
37". 
•13". 



Height 
. .31". . . 
..31"... 



.31' 



Depth AVeig:ht 

. . .7" 27 lbs. 

. . .7" 32 lbs. 

. . .7" 38 lbs. 

. . .7" 44 lbs. 



Special .size.s in the above Sciuare Tup Guards take same price as next larger stock size. "We also make these Guards with round 
op.s to fit arches. It is noces.sary to send us pattern of shape or exact height from floor and diameter of opening-. The cost is 10% 
nore than special made, Square Top Guards. 



Ff,AT SI' ARK GUARDS 




No. 20 




N(». :{0 



P'at Spark Guards do not extend outward to cover Andirons like Nos. 18 and 200. Thov are set flat ag-ainst the face of Fireplace 
and holes are provided for Andiron .shanks. These guards are provided with feet for .support.s. No. 30 has hinged wire door, making* it 
unneces.sar.v to remi:)ve guard to tend Are. 



Width Height Weight 

31" 31" 34 ■lbs. 

37" 31" 40 lbs. 

43" .•. .31". .■ 47 lbs. 



Width Height Weig:ht 

Special Sizes 31" 31" 34 lbs. 

to Order. 37" 31" 40 lbs. 

43" 31" ■i^ Ib.s. 
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Hoods of Wrought Iron, Brass or Copper 




HooD**6 










''i p^M8te t:..:;:,.^..:.>:>..v;i^M 



HooD**I2 



r 




Hood 9 




Hood** 15 




^■11^ 



No. IS — Iloort. 




Hoods 

Hoods were first used principally to 
overcome smoky fireplaces and in many 
cases are very elTective for this pvit- 
pose, but it was found that a Avell- 
designed hood added so much to the 
appearance of the fireplace that they 
have become very popular just for their 
added attractiveness, giving- just the 
right tr)uch to an otherwise plain and 
severe fireplace. Owing to the varying- 
sizcs of fireplaces today it is almost 
impossible to make them in stock sizes. 
We make them, however, to fit any size 
fireplace. We would suggest in order- 
ing- that you send us the width and 
lieight of the fireplace opening-; also 
total width of fireplace and height from 
lluor to underside of nearest shelt, 
stating- the material of which the flre- 
(jlace is built, viz.: brick or tile and 
their size. A rough sketch of the fire- 
place crudely drawn off-hand with 
measurements marked, helps us won- 
derfuUv to furnish a hood just right, 
and provide for its fasteniniar. It is also 
advisable to state if the hood is to De 
used for a fireplace that smokes, as we 
can always favor thi.s purpose when 
making- up the hood. Upon receipt ot 
such information we shall be very glad 
to send a sketch and quote prices in 
different metals and finishes. 

AVe manufacture a number ot ait- 
ferent patterns in fireplace hoods, ot 
Wrought Iron in Lusterless Black fin- 
ish, Grev Hammered Swedish finish, or 
in Oxidized Brass. Japanese Bronze or 
Old Copper plated finish on iron. These 
plated finishes are lasting- and do not 
tarnish. They give a splendid rich ap- 
pearance. We also make these hoods 
in genuine brass or copper or we can 
make them according- to your own de- 
sign. Anv of thi?se hoods may be had 
in hammered effects . at slight extra 
cost. 




Copper Hood T'xr*', iiiiHli- for Oak Tiirl 
Country Cliili. K. K. I{»l>eits, !iielii(e<«. 
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Set Grates 





]V«i 40 — Open. 

JFade in All Black, Oxi'dlzed Brass or Copper Plated with 
pressed steel summer front' and shaking- bottom. 

2 Mix 30 1,4" 30iL.x30',4" 

^WelKllt Wi'iKllt 

P.laek .-...IHfl lbs, Black 1! 1 II lbs. 

rial.'d ;...18U lbs. I'laled lilG Ib-^ 



No. 41 — Closed. 

Made in 2.1i.ix-^0 J4" size only; All Black, Oxidized Brass or 
flipper T'lated with pressed steel summer front and plain dump- 
ing' bottom. ., , 

AVcight ■ .. Weiprht 
Black lU!) lbs. I'lal.-d ■.-; 1G!)--Ibi. 





j iVo.' 4--^.Oi)eii 

This Giate is made in all Black, Black with Brass Plated 
Column.s and Balls, and Oxidized Bras.s or Copper Plated. SfJii" 
X 30 '4 " size only. Shaking- Bottom and Cast Iron Bummer Front. 
Black with Plated Columns. AVeight 349 lbs. 



Xo. 4;t — Clo.soil, 

Made in all Black, Oxidized Brass or Copper Plated. Two 
.sizes, 24V^"x30i4" and 3(M,i;^'x.5(l 14 ". Shaking- Bottom and Cast 
Iron Summer Front. 



2 11/2x30 ',4' 



Black 
Plated 



"\Veig-ht 
.23U lbs. 
,2311 lbs. 



301^x3014" 

Weight 

Blark 2(14 lbs. 

I'laled i;g4 lbs. 



All part.s of the above g-rates are extra heavy and so constructed as to not be easily burned or warped and can be readily 
removed if necessary. Back bar and trunnions arc protected under the back to prevent their warping- or being- clog-ged with cinders. 
The fire pot is full lined with fire lile which can be removed without removing- the grate. They have shaking grate bottom and cast 
iron summer fi-ont. Double diaft dampers as well as double draft slide in lower grate front make it possible to have absolute con- 
trol over the lire at all times. They will burn coal, coke or wood and are yi^ry economical. There are no bettor set grates made. 
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Jackson Dustless Ash Trap 



Common Ash Traps 







m& 




Those who have had experience with fireplaces know 
how unpleasant it is to have ashes blow baclt into the 
room when they are being- dumped into the ash pit. The 
reason for this is that the ashes replace the air in the pit 
forcing the dust back through the ash trap door. Our 
Dustless Ash Trap overcomes this nuisance. It is so 
arranged that when dumping- the ashes the top is closed, 
preventing dust from blowing into room. 



Outside Size 
of Frame 



U"xU". 



Size of 1 )<Hii- 
. . llii>"xn" . 
..it" x5ii" 



\Veight 
.10 lbs. 
.13 lbs. 



Colonial Combination Flue Thimble and Clean-Out Door 
|'<»r Itoilcr, I'uriiaef "r Stove I'liio.-*. 

It froijuently happens that a 
furnace or boiler flue cannot be 
formed at the bottom of the 
chimney and must be started at 
a lugher point, maliing it impos- 
sible to form a pocliet for soot. 
In sucli eases a Combination 
Flue Thimble and Clean-out Door 
is a necessity. It not only makes 
a good, safe connection for tlie 
Furnace or Boiler Smolte Pipe, 
but also makes the flue accessible 
through the Clean-out Door 
which may also be used for a 
fheclv on the draft when desired. 
Tliey are made of cast iron paint- 
ed black. Opening may be left in 
the brick work (sizes given below) and the Thimble and 
Clean-out Door may be inserted any time, provision being 
made for anclioring. They are made for «", 7", 8", 9", 10", 
11" and 12" pipe. 




Pipe Size 
U" 7" and 8" 
9", 10", 11" and 12" 



Brick Opening 

!)" wide. 15" high 

13" wide, 20" high 



Brass Thresholds 



Weight 
25 lbs. 
32 lbs. 




^Q S_-V\'rouglu Brass, 
BRASS THRESHOLDS. 

No. 10— Cast Brii.>^s. 




Ko. r> A^'r^)^lBllt Urass with AVooil Filler. 

4 and 5 inch widtlis. 

jVo, 10 — Hi'sivy juul SiiltNlsintijil Ciist Hr4iss, 

4 and 5 incli widths. 

Furnished with Brass Screws, holes countersunk. 




HO. 2 

]\Iade extra heavy witli deep flange 
to keep it in place. 

Size. SVaxtK 

Door fast mod to frame. P.^st 
enniniun Ash Trai". Weiglil. Ki lbs. 



Xo. 23 

Common flat single door trap. 
Size, 7x9. 

Door fastened to frame. 
AVeight, 7 lbs. 



Iron Ash Pit Doors 




■^ 



\U Doors Hung with Riveted Hinge.'i--No Cotter Fins. 

Weight, 7 lbs. 



.Weight, 11 lbs. 



8x 8 

10x14 Extra Heavv Wide Flange. Reversible Door Weight, 20 lbs. 

12x15 Weight, 23 lbs. 

18x24! ! '.'.'.'.'.'.'.'.'.'.'. • Weight, 44 lbs. 



Common Dampers 




Operating- Ratchet Placed at Either End 

OuLside Frame Size, 24x7 

Outside Frame SizCi 30x7 

Outside Frame Size, 30x7 



Angle Bars for Fireplaces 



Weight, 18 lb.s. 
. . .Weight, 23 lbs. 
. . .Weight, 27 lbs. 




Cut to followMng lengths and carried in stock: 32", 3G", 40", 44", 48' 
54" and GO" long,, 2x3 angle. Weight, per foot. 4 lbs. 
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Colonial Universal Odorless Gas Log 



Colonial Driftwood Gas Log 




Does not require a chimney or vent. Has water compartment. Con- 
sume.s less ga.s tlian anj' otlier g'as log known — an IS-inch log burn.'? 25 
feet of ga.s per hour. The metal burner in.sures perfect combustion — 
positively no odor. Highly recommended for use in a fireplace witliout 
flue or vent. Frequently used on an open floor. IMade in 16", 18", 20" and 
21" .sizes. Complete witli valve, mixer and special standard. AVeiglits, 
same as Driftwood. 





iriD vnw- caoss sectwh 



Colonial Driftwood Gas Logs have an Individual feed 
for each log tliat burns and are controlled by a twin 
valve, with separate handle for each log. You can burn 
one log- or both as desired. Connection is made with gas 
supplj' same as any ordinary gas log. The Driftwood 
requires Ijut a very small vent because its special ar- 
rangement burns all of the gas instead of permitting it 
to go to waste, which fact actually increases its heat 
value. It has a water reservoir in the back log. Made 
in following sizes: 

Inches 14 IG 18 20 24 30 36 

Weight, lbs 40 50 5lj 05 80 175 200 




Coniiiloto Conneetioii for 
Colonial Kegliliir CiiiM Log' 



<>:is Ijog' Sliiiiil 



Electric Fireplace Logs 



Logs are made of .same material as 
our Gas Logs. Heating elements are 
coiled resistance wires which are 
strung" in the bark crevices and glow 
Red Hot. Very effective. Logs look 
very natural eveii when not being oper- 
ated. Requires No. 10 wire. For either 
alternating or direct current; 110 or 
220 volts. Press the button as for 
lights. Presto — HEAT. 



Seizes . . . 


1(>" 


20" 


24" 


30" 


Weight 


.5(1 lbs. 


(15 lbs. 


80 lbs. 


175 lbs. 




Artificial Coals and Gas Distributors 




In using the dis- 
tributor and fuel the 
dumping poi'tion ol" 
the grate is removed 
and the distributor 
put inside the basket 

..being connected the 
same as a gas log, a 
layer of fuel or 
enough to fill the 

: .basket is then put 
over the top giving 
an appearance of coal 
to the burning fire. 



Aitittcial Coals" and Distributor for use with 
I'ortable baskets iiiake a very realistic fire. 

The distributors are of terra cotta of the saiiie 
quality as. our, gas logs. Sizes as; follows; .12 
in., Iti in., 18 in. and 24 in. 



Average siz 
requires a b o 
pieces of fuel 
in black and 
'^Veight, 48 I 
100 pieces. 



e grate 
u t 100 
. Jlade 
white, 
bs. per 




Colonial KcjSi'iilar \t»f^ Slio^vii on No. 7 Andirons 

Colonial Regular Gas Logs are the single con- 
nection, one feed logs. They are the highest 
grade log of this type, each one tjeing tested and 
guaranteed exactly as represented, ^lado in the 
following sizes: 14, 16. 18, 20 and 24 inches. 
'V\'ei8hts, same as Driftwood. 

Note — All logs qiioted ^vill be furnished \vith 
a brass valve, spud, air mixer and log rest. 
These parts are all essential and b.v being in- 
cluded in the price of the log saves the annoy- 
ance of having to purchase extras. There are 
no extras to buy with our logs. 

Ruby Glass Electric Fire 




For those who want effect rather than heat. 
Ruby Glass Electric Coals give a realistic ap- 
pearance of a Grate filled with Live Burning 
Hard Coal. A steel frame covered with wire 
netting supports the Ruby Glass which is laid 
over the netting in a single layer. Two electric 
lamps are placed inside the grate under the wire 
netting, giving a most realistic effect when the 
lights are burning. 

Plated PMni.sh Grate Fronts may be used with 
Kuby Glass Electric Fire, and can be lurni.shed 
at extra co.st. 

Any of our Portable Baskc't Grates shown un 
page 7 can be arranged with Wire Netting and 
Ruby Glass ready for complete electric outfit. 

Page Twcnly-om; 



C C> t N i A L 



F I R E P L A C E 



C "O 'M"P "A N Y , 



CHICAGO 



Fireplace Frames .^ 



Cranes and Kettles 



^ 



# 



♦ 



■» No.3 ^ 



^ 



* 



5 No. 



J 



B > B 



fV! 

m 



q3 No. r 



Ki 



2 



H^ 



2 No, 5 



^ 



3 No.O, 



3-5-7-0 



# 



* 






Rreplrce Frames 



♦ 



Fireplace Frames are necessary when used in connection 
with Tile facings to cover the joint Ijetween Firel>riclc and Tiie 
as slio.wn on left side of diagram at bottom of this page. Tlie 
Frames nsnally cover the Tile about Vt'of an inch, and tlie 
corner of Firebrick is set behind the return angle of Frame. 
Right .side of diagram show.s how a Frame .should set on a 
Brick Fireplace; Frame .setting snug and its full depth cover- 
ing- the brick. Fi-ames are not necessary on a Brick Fireplace, 
but are frequently used with good effect. 

Stock siKc Frame.s given below. Black or Plated Finisli are 
made \ip at either Ii4xli4xis angle or 1 'ixl '^jxi/s angle. Bra.ss 
Flames citlier Polished or Brush Brass finish are made of No. 
IS gauge, 11,4x1 '1 or IVsxlVa angle. Brass Frames may also be 
liad in Plated finishes if de.sirad. , 

Made in:the following- stock .sizes, width alwa.vs given ttr.st: 
241^x3014 inches; 'AOl^^'SiWi inches; oGVi;xa(ii4 inches. 

Tllf.sc iiieas(ir«'iiieiii.s I'^^VTUl'IM 10 ()L'rsil>l-] tif Friiini', 

The No. 1 Frame is of No. 2(1 gauge slock and al\vay,« mad'.- 
with a U inch return on face, Ibis very materially inci-cascs its 
strength and when set has the appearance of a heavy frame. 
This I'lame has neat adjustable diamond shape corners and is 
known us the KNOCK DOWN. 




^^^'Z ^/. FIREBRICK Z;^''"^^,^^' 
. -^7 \t^. • 



SHOWING 
FRHMK 
COVERING 
TILE HND 
FIREBRICK 



SHOWING 
TRRME 
FITTING 
SNUO TO 
rnCCBRIGK 



WHEN ORDERING FRRMES 
WE MUST KNOW WHICH OF 
THESE TWO WPya YOU 
INTEND TO USE THE ERHMC 



Diiigi-ani 





We make a numlter of diiTerent stylo Oranes in Wrought 
Iron and frequently make them of Wrought Brass. Having dif- 
ferent methods of fastening to the fireplace we should know 
the conditions to bo met in order to advise and quote intelli- 
gently; a rough ;sketch if fireplace is built, or, better still if 
fireplace is not ei-ected send the drawings and we shall be glad 
to advise and quote prices. AVe find, however, that our No. 1 
with bracket on" straight lines and No, 2 curved (illustrated) 
Cranqs .m^et/nearly all requirements, as they are made. to be 
used for anv square fireplace opening from 21" to IS" wide. 
While thev are made of Cast Iron they are very strong, no fear 
of breaking, and they are inexpensive,. Lugs for building into 
brick work are 'pi'ovided and the Crane is so made that it may 
be removed at any time. The sliding hook permits Kettle to 
hang in center of opening. 

' Colonial Kettle , 

Our Colonial Kettle is an exclusive design, made only by lis., 
It is 10" in diameter wilh ball handle and two rings. Kettle, 
and Ciane may be had in Polished and Plated finish dr in all 
Brass. 

Either Pattern Crane with bugs, weight, 20 lbs. 

Kettle, weight, 30 lbs. . ' .' 



5 Gas Log Settings 

lliont Hood 



Willi lloiMl 




IVo. OI! — Damper in Top. No, \V1 — Damper in Top, 

Frame and Hood finished in, BiUiletli'ss J;bv<k. Crcy FU-niisb, 
Okl Brass or Japanese P.ronze. Aiso""madc In all IJrass, Pol- 
isbed or Brass finish. Slock sizes made \'l inches deep I'.lack 
or Plated, frames of 1 Va x 1 i,i x Vs angle. Tirass l-'iames No. 18 
gauge same size angle. IMea.surements arc lO.vCrein*' Oiit.sidi- uf 
Frames. 

IVo. i»;i ' jN". !I- 

Weights' •.::-; ' ■• 

''4i{.x.3rn4 13 lbs. 21JSx3*C4 44 Ib.n. 

,S0i'5x30V4 45 lbs. SOi/g-xSn 14 . - 15 lbs. 

3(JV/x30i4 IT lbs. . -g(;i/2x30i4 18 Ib.s. 



Pmje Tii'CHly-tzvo 



COLONIAL 



FIREPLACE 



COMPANY 



CHICAGO 



The Colonial Head 

is the only Damper made which 

provides for Expansion and 

Contraction within itself 



Built in sections of the best gi"ay iron stove 
castings, securely bolted together and reinforced 
with a steel angle bar. It is rigid, extra heavy, 
and able to sustain great weight, yet designed and 
constructed so as to allow for the movement of 
expansion without disturbing the outer work. 
This prevents the face of the fireplace from 
cracking. 

The steel reinforcing angle bar sets half way up 
the sloping . front of the Damper. The ledge 
which it forms furnishes a footing on which to 
build the common brick backing and on which to 
anchor the facing. It prevents the backing from 
sliding down and bulging out the front of the 
fireplace. This is an important feattire. 



BASE f'l.MN^ 

or MCno 



pMvuiOHS For Eu-ahsich SCohTBKTOH 
"a" Shcs Slots i Bolts 
"b" Shows Jojnt VCmich 

Allows Tor £ 
"c" Shows LUOi Which 

covEBj Joint 
'"D*^ Shows Stccl ANGLE 

Aho Wethoo of 




|l5['r '^-^--T ■^'i.^tWti;.^ iU Jt! 

KE^ 1© 3t£cLr«M(ii.t 6AB Slot t, 



FRONT VIEW 



BSUT MKLLCABLC IRQ 

BACK VIEW 



A mason expeiiencecl in fireplace l3uilding wili spend much 
more time in forming the Throat than the cost of the 
Colonial Head. With it an inexperienced workman can't 
build wrong at this vital point. The Colonial Head sets 
above the bottom of the span over opening. This saves 
time because the fire brick need not come to exact levels. 

Style A is the regular 
style of Colonial Head 
Throat and Damper. 
Controlled with a 
ey operated from 
the face of the fire- 
place on the left 
hand side when fac- 
ing the fireplace. 



The base flanges of the Colonial are made small to compel 
the use of the correct size. Although the Colonial Head 
is regularly made with its base ends sloping in toward the 
back, it can be obtained with square base ends at no 
extra charge. 





Style B is operated 
with a key which 
comes out just below 
the arch bar of the 
fireplace, on the left- 
hand side. May be 
had with key in 
center. 




Style C is made with 
key coming through 
at the end or return 
of the fireplace at the 
right hand side when 
facing it. Can come 
througii the left- 
hand end. 



No. CODE WORD Width of 

Fireplace Opening 

'''* Count .". . One piece head 20 to 23 inclie.s 

Duke . ,.. Built in section."? for expan.sion 24 to 28 inches 

1 Prince •• ■■ ■• 2!) to 32 inches 

l-A Valet " " ■' " " .S3 to 35 inches 

2 Regent " ■' - " " :i(i to 38 inches 

2- A Butler ,..■' •' " '• " 3!l to 41 inches 

3 Queen " " " " '' 42 

3-A Pa.ge '.' " '■ " ■' 

4 King ..-.. 

5 Rex ■* •' ■• •■ •■ 

6 Czai- " " •■ ."iS 

7 Earl ; '■ " - •' •■ IK! 



to 4 4 inches 

,45 to 47 inches 

.48 to 51 inche.s 

to 57 inche.s 

to (i4 inche.s 

til 72 inches 



.•^tjlo A i.s tiie rof;;iiljii" (Ijiiii per. furui.slioU on JilMne eode >voi-(ls. 

WIk'ii .Style It i.s ivjinted <i.se tlie ivorti "DROl"' ivitli the res'iilJH" eoUe ^^oimI. 

\\ hen .Style V in ^vnnletl ii.se' tlie «cir«l "KXI)" with the I'e^iiliir code «<»r«l. 

A\licii .Style U is w.-iiiUmI u.se the >vor«l "L XIAIOH.SAL" witli the refiiihii- code fvoi-d. 



'loper Kize 


AVeight 


of Flue 


Crated Sin 


8x 8 


80 Ib.s. 


8x 8 


35 Ib.s. 


8x12 


40 Ih.s. 


8x12 


4 3 lbs. 


8x12 


48 lbs. 


8x10 


51 lbs. 


8x1 C 


53 Ib.s. 


SxK; 


57 lbs. 


12x12 


(i3 lbs. 


12x12 


(iS lbs. 


12xli; 


75 lbs. 


lUxlU 


•10 lbs. 



Express 
orders 
received 
before noon 
will be 
shipped 
same day. 










THE OLD WAY 



The Colonial Head Throat and Damper 

Patented June 29, ISHi'.i, April 30, UI12, and Aug. 4, 1<114. 







Look for the 


Name 






B 


eware 


of imitations; our d 


ampers are 


plainly | 








marked. 










Do 


not 


run chances on substitutes. 









THE COLONIAL WAY 

Ptific T7i>i'iilv-lhrrr 



COLONIAL FIREPLA C E 



COMPANY, 



CHICAGO 



A New Improved Style in the 
Colonial Head-Throat and Damper 



(STYLE E) 



DAMPER DOOR.;.-^ 

ANGLE ,y//'//.,,/y///y//yV'',/,m. \/ -\ 'J 

BAR ^ " '^ ^1.. ^ 




Five 

positions 

of 

Damper 

Door 

/. Closed 

2. 14 Open 

3. V2 Open 

4. % Open 

5. Wide Open 




Showing position of Damper in 
Cliimney Throat 



^y^^'lljG l (._.)tf OPERARNG MECHANISM \^ 

SiSi' SECTION VIEVo/ DAMPER C^^^)\ 

IN POSITION OVER OPENING IN CHIMNEY THROAT 




Showing Damper and location of 
opcratirg devices of various styles. 



HIS is the latest improved style of the Colonial Head Throat and Damper. All the quality features 
of other Colonial styles are incorporated in its design. In addition it combines Wide Adaptability 
with Easy Operation and Perfect Draft Control. ■ ], . 



T 



Wide Adaptability: Can be used in any style of 
fireplace — stone or marble, brick, tile or wood, 
arched or square opening. No need to cut through 
the facing or the end (return) for a key. Style E 
can be set in any desired position in the chimney 
throat: high or low, forward or back, according to 
the requirements of the fireplace design and the 
flue construction. This is an advantage vital to the 
proper working of the fireplace. It is found only 
in the Colonial. 

Easy Operation : The draft is controlled by a lever 
arm which comes down in the center of the fireplace 
opening. This lever arm can be lengthened if the 
damper is set high in the throat. It can be inclined 
toward the front or rear, if the construction requires 
the damper to be set forward or back, A poker is 



Operating Mechanism 
Style E ^ 




6/iciit'i/ig possible adjiislniciiti 
0} leier arm. On all Colonial 
Heads shipped since May 15.' 
1912, this mechanism is inter- . 
changeoble with that 0/ Styles 
A and B. ' " 



easily hooked through the large ring in the end, so 
that the draft may be regulated without stooping, 

Perfect Draft Control: The fwc positions of the 
..Damper.. Door are ample to insure perfect,, draft 
control under every condition of wind or weather. 

The Colonial- Head Throat and. Damper in its various 
styles is the result of thirty years building fireplaces. 
The best architects specify it, the leading builders 
prefer it, and informed home owners demand it. 

The Colonial Head properly installed insures correct 
construction of the vital part of the fireplace, elimi- 
nates smoking, affords protection against flue fires, 
gi\'es greatest heat radiation with perfect smoke 
escapement and saves fuel. Comes in five styles of 
tweh'e sizes each. 



Why Colonial Head? Because— 

Colonial Uamoer was designed by a man who built eenuine flrc- ^'"'"'''"J 'm' "AV,*:''fi!pnVare 'Yhrthr oat' *''"''''''" "^ ^"*' "'°'^ '^'^^^ 

places for over 25 years and who knows all condition.s to PaU -\,.t,I^^.fl-l^\^^,^-fhe/.h^ ^^^^,^,^ ^^^ operation (.see 

be met. A. B ("' and F) 

Colonial Dantpor is the only damper made that takes up expan- ColoniarUainiK-r i.s' made .so that styles A, P. and E are inter- 

sioii and vuntrnvtion ivltliin itself. changeable. 

Colonial Damper can be .set at any point in the fireplace — high, Colonial DaMii»er i.s aclchowledged by leading- architects, expert- 
low, forward or back. enced. builders and informed home owneis. as the best 

Colonial Damper is adapted for all kinds of fireplaces — brick, damper made. Easiest' to set if fireplace is built right, 

marble, tile, or wood. hardest if built wrong-. . . ^ , ^ ,^ 

Colonial Damper i.s so de.'^ig-ned that it fits any fireplace open- Colonial Damper is the least expensive fireplace Dome Damper 

ing- lialf circle arches, segment arclu-s, or square openings. made — allpoint.s considered. 

The Colonial Head— Throat and Damper 

Saves Heat and Fuel, Prevents Smoky Fireplaces and Is the Only Damper 
Made Which Provides for Expansion and Cohlraction" Within Itself 

Fogc Tii'enly-fony 



W. H. GARDNER, Presidknt 



W. W. aUY. 
VlC«-IPllKS. AMD OCN. Mow. 



a, A. SARDNER. SBC'Y AN 



C©LOi«*lAL FlJREPLACl COJ^FANJY 



BRASS. BRONZB 

AND ALUMINUM 

CASTINGS 



To 



CQLONiAL^WAY FtREFLACES 
EVERYTHING FOR THE FIREPLACE 



POLISHERS AND PLATfeltt 

OF BRASS, COPPEF 

AND NICKEL 



4603-17 RCX>SEYELT ROAD 
CHICAGO. ILL. 



December 3r^ 
19 3 3. 



Peroie E. L^e* 



Lee, 



Maine, 



Dear Sir: 



The COLONIAL Head 
Throat and Damper 

Andirons 
Ash Traps 
Ash Pit Doors 
Brass Kick Plates 
Brass Thresholds 
Coal Chutes 
Coal Hods and Boxes 
Common Dampers 
Cranes and Kettles 
Electric Lo^s 
Fenders 
Fireplaces 
Fireplace Frames 
Fireplace Linings 
Firesets 
Franklin Stoves 
Garhag,e Receivers 
Gas Lo^s 
Grates 
Hoods 
Radiantfires 
Screens 
Spark Guards 
Tliresholds 
Tiles 
Wood Baskets 
Wood Mantels 



If your fireplace is to radiate cheeriness, a crack- 
ling fire will "blase on the grate and the hearth will be 
furnished with effectual equipnient. Then you'll enjoy itrt 
ruddy glow and think how useless a xireless fireplace is. 

Logs are sometimes burned on i.he andiron ehanks; 
a grate though keeps the v/ood off the hearth until it is 
entirely burned out. The open end grateg are best for log 
fires, although coal can be burned on them too, A fireset— 
poker, shovel, tongs, and perhaps a brash is almost necess- 
ary for tending the fire. 

A spark guard or folding screen is a real necessity. 
Guards which fit snug over the opening, extending out about 
7" to cover the andirons are the most effectual. If the 
fire h-a.'u not b'lrned out when you retire you feel no anxiety 
if one of these is t:ised. The folding screen is more con- 
veniently handled, and conr^iequently is often preferred. 

An extensive line of accessories will be found in the 
catalog "Eve '-y thing for the Fireplace" which v/e =,re sending. 
There are many finishes also for your -election,. 

A 25^ discount m.ay be deducted from prices in Aug. 1, 
1923 list inserted in front cover of the catalog. Prom the 
balance 5^ is allowed if remittance accompanies your order. 

Is your fireplace umusual in design or size? Do you 
wish -'.he fireplace outfit to match your hardware? We shall 
be glad to offer suggestions if yon will tell us your ideas. 
What is the size oi* the opening: front width, back width, 
depth, and height? Vi'ill yon burn coal or wood? 

Bqiiip your fireplace for use now and build a fire! 

Ver.v truly yours, 



MW/M. 



COLONTAL FIEEPLA,CE COMPANY. 



Blue Print Details 

Correct Fireplace Construction 



an 



d of tJii 



Colonial Head Tkroat &? Damper 

TVitn instructions for setting 



aJ, 



so 



Common Mistakes in Fireplaces 




The Colonial Fireplace Co 

4603-17 Roosevelt Road, Chicago, Illinois 




SECTION VIEW 

Showing how to set Damper with 8 inch 

facing of Brick or Stone. 

Our dampers should be set close up to the 
back of the front facing which is usually 4 
inches deep. Damper operating rods are made 
the right length for wall this thickness. 

Sometimes it is necessary on very deep and 
large fireplaces to set damper 4 or even 8 
inches behind front facing. In such cases it is 
advisable to set the damper higher in the 
throat, and of course a longer operating rod 
is necessary. 

You do not have to stop work in such cases. 

Set the damper and use the rod you have to 
carefully line and level up with. Build the 
rod in the wall but leave it so that you can 
pull it out easily. 

Notify the dealer from w^hom you purchased 
the damper. If he does not happen to have 
a rod of the proper length on hand, send a 
postal card direct to us stating how much 
longer the rod should be. The rod of proper 
length will be sent parcel post immediately. 
Be careful to save the screw attachment, 
traveller, key, and sleeve you have. 

Do not build a wide, flat sofHt in front of 
damper. Always shape w^ith brick and mor- 
tar. Use metal lath to hold plaster. Plaster 
smooth the slope from the back of the angle 
bar to the front bottom edge of danvper as 
shown in the above detail. 




READY TO SET DAMRER±\ 




DAfylPER SET IN PL- ACE 



You will soon forget a possible slight saving if 
your fireplace fails to function. The Colonial 
Head is your best guarantee of a successful 
fireplace. Avoid substitutes. 



Sizes, Styles and Prices of the Colonial Head Throat and Damper 















WIDTH OF 


PROPER SIZE 


PRICE 


PRICE 


PRICE 


NO. 


CODE WORD 










FIREPLACE OPENING 


OF FLUE 


STYLES A-B 


STYLE C 


STYLE E 


nn 


Count. 


One 


piece head. . 




. 20 to 23 inches 


8x 8 


$ 6.01 


$ 7.21 


$ 5.26 





Duke 


Buih 


: in 


sections 


for expansion 


. 24 to 28 inches 


8x 8 


7.44 


8.64 


6.69 


1 


Prince 


(I 


II 


11 


ii « 


. . 29 to 32 inches 


8x12 


9.01 


10.21 


8.26 


l-A 


Valet 


« 


[( 


(I 


11 11 


., 33 to 35 inches 


8x12 


9.67 


10.87 


8.92 


2 


Regent 


« 


11 


<i 


II 11 


. . 36 to 38 inches 


8x12 


10.31 


11.51 


9.56 


2-A 


Butler 


<i 


u 


II 


i( 11 


.. 39 to 4 1 inches 


8x16 


11.10 


12.30 


10.35 


3 


Queen 


ti 


u 


(1 


11 II 


. . 42 to 44 inches 


8x16 


11.88 


13.08 


11.13 


3-A 


Page 


" 


u 


« 


II 11 


. . 45 to 47 inches 


8x16 


13.71 


14.91 


12.96 


4 


King 


(t 


II 


II 


II II 


. . 48 to 5 i inches 


12x12 


15.28 


16.48 


14.53 


•> 


Rex 


" 


II 


II 


II II 


.. 52 to 57 inches 


12x12 


16.95 


18.15 


16.20 


6 


Czar 


II 


" 


<i 


i< II 


. . 58 to 64 inches 


12x16 


18.29 


19.49 


17.54 


7 


Earl 


IC 


(I 


" 


i< II 


. . 66 to 72 inches 


!6xl6 


22.00 


23.20 


21.25 



Style A is the regular damper furnished on above code words. 

When Style B is wanted use the word "^DROP" with the regular code word. 

^?i'hen Style C is wanted use the word "END" with the regular code word. 



When Style E is wanted use the word "UNIVERSAL" with the regular code 

word. 
Express orders will be shipped same day; Freight orders following day. 



Directions for Setting 

the Colonial Head Throat and Damper. 

The ONLY Damper made which PROVIDES for EXPANSION and CONTRACTION in itself. To control the 
draft turn the key on the outside of the fireplace and adjust the damper door to a fraction of an inch. On Style 

E, ' damper door will stop wherever desired by inserting hook poker in ring and pushing or pulling. 
All Colonial Heads are drilled and tapped ready to be converted into Styles A, B, or E with the proper attach- 
ments. 



The Colonial Head is set easily and quickly by following the 
<lirection8 below. 

FIRST — Attach operating device to the Damper Head accord- 
ing to the instructions given below for the style of damper to 
be used. 

SECOND — Be sure the weight of the Damper Head rests solid 
upon the brick lining. If necessary to bed up USE SPAWLS 
OF BRICK for bearing, slush around base of damper with 
mortar afterward. DO NOT ALLOW THE WEIGHT OF THE 

DAMPER TO REST UPON THE OPERATING ROD. 

THIRD — The operating device should work EASILY. Allow 
a little play. 

FOURTH — Be sure the bolt connecting the arm of the operat- 
ing device to the damper door is NOT fastened too tight. 
This should be loose. 

We recommend placing the Colonial Head so that operating 
device will come through at the first or second course of 
brick above the opening. Use angle bar to carry the brick over 
the opening. 

Always bring brick lining up a little SMALLER than the base 
opening of damper head. If the directions are followed the 
damper will work perfectly and save its own cost in the con- 
struction of the fireplace. 

The head may be set while building rough chimney before 
fireplace facing is built. WE RECOMMEND, HOWEVER. 
FOR BETTER RESULTS, that it be left out until ready to build 
Fireplace Facing, in which case the rough opening should be 
left at least ONE FOOT HIGHER THAN HEIGHT OF FIN- 
ISHED FIREPLACE OPENING. 



If Colonial Head is set and chimney not entirely built it la 
best to protect the damper door and lugs until chimney is 
finished. 

When the job is finished and before leaving — see that the 
damper is not clogged with mortar and that it works freely. 

To Attach Operating Device 

STYLE "A" — ^Remove the split key and withdraw the rod from 
the hollow screw. Make sure the rod has not been bent. 
Pass rod through collar fastened at front of head, then through 
the hollow screw and into the opening in the back bar of the 
head. Replace split key and bolt arms to the lug on the 
damper door. 

STYLE "B" — Is connected in the same manner as Style "A," 
except damper key comes out below opening through a longer 
collar at front of damper. Key at end of rod drops below the 
opening. (See Section Style "B.") 

STYLE "C" — Loosen the set screw on the gear wheel and 
withdraw rod. Insert rod through pipe and sleeve, then, 
through hole at end of damper into gear wheel. This rod is 
adjustable to the width of the pilaster. When proper width of 
pilaster is determined turn rod so that flat part comes under 
the set screw and tighten. 

The large pipe sleeve is used to protect the rod which passes 
through the brickwork, or flue, at side. 

STYLE "E" — Fasten slotted toothed bracket to inside front of 
head; two holes are drilled and tapped in all dampers for this 
purpose. Bolt arm to door, not too tightly, set operating ring 
to proper angle and depth. Ring should hang about one inch 
below opening. (See Section Style "E.") 




Beware of Imitations. 

Colonial Head Throat and Dampers 
are plainly marked. Don't risk the 
success of your fireplace on cheap 
substitutes. 



Picture shows brickwork cut away revealing Colonial Head — 

and Angle Bar set in place — showing also position 

of key for style A, B and C. 



See Blue Print Inside 
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The Necessity of a Damper in a Fireplace 

During the Summer 

All flues are liable to downdrafts under certain conditions. In summer 
time when the atmosphere is warmer outside than inside, the air in a 
flue will drop, causing a downward draft, and blow out soot over fur- 
niture, rugs, draperies, etc. At this time a damper is absolutely neces- 
sary to close the flue. Ventilation through the flue is not as important 
at this time of year, because windows are usually open, allowing 
plenty of ventilation. In the months, however, when the atmosphere 
is colder outside than inside, the flue forms the nearest thing to perfect 
ventilation in any room, if the damper is open, and to be able to 
regulate this, as one wishes, is indeed a constant source of delight. 

The Colonial Fireplace Company^ 460347 Roosevelt Road, Chicago 



See Blue Print Detail Inside 



